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1. INTRODUCTION 

The three-phase induction machines are reported to have eminent recognized benefits including low 
maintenance, reliability, simple construction, ruggedness, off-shelf availability as well as cheaper cost which 
explain their widespread applications in numerous industries [1]. Furthermore, with the appearance of fast 
and cheap power electronic switching gadgets, the control of induction machines became flexible and easier 
in addition to the number of its phases that can be considered as a designed parameter that might be diverse. 

The multi-phase motors (superior to three-phase) were extensively researched in literature. It has 
been found that they have multiple benefits compared to three-phase machines, for instance, reduced torque 
pulsations [2], [3], high density of torque [4], [5], stability and fault tolerance [6], [7] along low ripple current 
[8]. Therefore, multi-phase order machines are usually appraised for niche application areas like 
electric/hybrid electric vehicles, ship propulsion, robotics and electric aircraft. Exhausted reviews on the 
research development of multi-phase motors are proposed in [9, 10]. 

One of the applications of multi-phase machines is their parallel connection and/or series 
connection. This drive system is called a series-connected/parallel-connected two-motor drive system. This 
drive system is allocated from a variable frequency and variable voltage supply (most commonly a power 
electronic inverter) introduced in [11], [12]. The drive system is such that the motors are controlled 
independently and can carry different loads, can run at different speeds without interfering with each other. 
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The type of machines applied in the drive topology is also not specific [13]. The machines are controlled 
using the vector control approach. 

Considering that the vector controls of multi-phase motors need two stator current components thus, 
the additional stator current component is applied to control additional motors [14]. So, by connecting in 
series the multi-phase stator windings it will be possible to independently control every machine with supply 
appearing as an individual multi-phase voltage source inverter [15]. A particular drive system that is 
immersed by this concept is the parallel-connected/five-phase series two-motor drive, comprising the two 
five-phase motors and provided by an individual five-phase voltage source inverter. This topology was 
analyzed in substantial detail in [16], [17]. The multi-motor drive systems are disputed up to the present in 
the literature with the use of their supply of multi-phase voltage source inverter; however, the matrix 
converter was not tested for the drive of such topology. 

This present paper deals with the feasibility of driving a five-phase series-connected two-motor 
drive system with a direct AC to AC converter (matrix converter) [18]. The originality of this work lies in the 
new solution of using a matrix converter for feeding two-motor drive topology by using modulation that 
produces two significant frequency outputs from the matrix converter in order to control the two series- 
connected five-phase motors. It is shown that the drive topology can be fed successfully using a matrix 
converter [19]. The advantage that is offered by this solution is sinusoidal source side current, no use of 
bulky DC link capacitors, controllable power factor and two-way power flow. The downside of this scheme 
is the complex system with a large number of bi-directional power semiconductor switches [20]. The output 
voltage is lower compared to the inverter-based system [21]. An analytical approach was used in this work to 
advance and study the suggested modulation techniques with additional support by simulation results. 


2. MODELING OF A FIVE-PHASE MATRIX CONVERTER 

The topology of power circuits of three to five-phase matrix converters is represented in Figure 1. 
The input is a three-phase fixed frequency supply over the grid system (50 Hz and 220 V) as well as fixed 
voltage. The output is n-phase with variable frequencies and voltages. A tiny filter is needed at the input 
source side and the switches are bi-directional for allowing regenerative operation of the load. The matrix 
converter is modulated both using a carrier-based Pulse Width Modulation (PWM) [3] and Space Vector 
PWM (SVPWM) [22]. 
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Figure 1. Principle diagram of the Pentaphasées matrix converter 


The work presented here of a simple carrier-based PWM scheme is derived in [5]. However, the 
considered load was a simple R-L load. Furthermore, analytical treatments remained the same as that of [23] 
as the input side was a three-phase. Nevertheless, the output side increased to five and consequently, the 
investigation has been changed in order to fit the required number of the output phase. Thus, at the input, a 
three-phase system is supposed. 


Va = |V| + cos(wt) 


v, = |V| + cos(wt — 27/3) (1) 
ve = |V| + cos(wt — 47/3) 
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Considering that the output voltages of the matrix converter are accompanied by a decoupled 
frequency from the input voltages, the duty ratios of the switches were consequently calculated. Thus, 
calculation of the desired five-phase output voltage duty ratios is done with a manner as the output voltage 
remains unconstrains of the input frequency. To put it differently, the three-phase input voltages could be 
regarded to be in a stationary reference frame while the five-phase output voltages may be regarded as in a 
synchronous reference frame hence, in output voltages, the expression of the input frequency is absent. In 
view of the above-mentioned information, a duty ratio of output phase j was selected as: 


Ôai = ki + cos(wt — p) 
2 
Ôpi = k; + cos(wt — = — p) (2) 
Ooi = ki + cos(wt — = — p) 


where p represents the phase shift at the input side and the input/output voltages are connected as: 








Vi Oaa Opa Oca 
Vg ÔaB Opp ÔcB Va 
Ve |= |ac bc cc || Vb (3) 
Vp Oap Opp cD Ve 
Ve Oak ObE Ock 
So, the phase output voltage can be acquired applying the above-mentioned duty ratios as: 
V, = k,|V|[cos(wt) x cos(wt — p) + cos(wt — 27/3) * cos(wt — 27/3 — p) + cos(wt — 
4n/3) * cos (wt — 41/3 — p)| (4) 
3 
Va = 5+ kalV [cos (p) (5) 


The (5), cos (p) is used to indicate that the output voltage is impacted by p. ką is described in 
equation (18). Therefore, V, which is the output voltage is separated from the input frequency depending 
solely on the amplitude |V| of the input voltage. ką is a reference output voltage time-varying modulating 
signal for the output phase A including the wanted output frequency W 9, + Woz , with Wo, representing the 
first fundamental output frequency of the machine-1 which is called also the operating frequency of 
machine-1 and Woz is a second fundamental output frequency named also the operating frequency of 
machine-2. Wo, 1S stated as m,whileWg > is stated as m,. The five-phase reference output voltages may then 
be subsequently regarded as: 


ka, = Mı cos(wo1t) 
kg = mcos (wot — 27/5) 
key = mcos (wg1t — 47/5) (6) 
kp, = mcos (wo1t — 6T/5) 
key = mcos (Wot — 87/5) 


Kaz = M2COS (Wozt) 
kg2 = M2COS (Wozt — 27/5) 
kez = MzCOS (Wozt — 47/5) (7) 
kp2 = M2zCOS (Wot — 67/5) 
kez = MzCOS (Wozt — 87/5) 


and: 
ka = Kg, + Kap 
kg = Kgi t+ Kp 
kc = ka + kez (8) 
kp = kpı + kp2 
kg = kga + kez 


Therefore, from (5), the output voltages are obtained as: 
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V, = E * ka |V| cos(p)| cos(wo1t) + E * k42 |V |cos (p)| COS(Wo2t) 
Vg = E * kp, |V| cos(p)| cos (wort — Z) 4 E * kc2|V |cos (p)| COS(Wo2t — 47/5) 
Ve = E x kc |V| cos(p)| cos (wot — =) 4 E * Kzo|V|cos (p)| COS(Wo2t — 87/5) (9) 
Vp = E * ky |V| cos(p)| cos (wot — E) 4 E * Kpo|V|cos (p)| COS(Wo2t — 27/5) 
Vi = E * kg |V| cos(p)| cos (wort — ZN 4 E * Kno|V|cos (p)| COS(Wo2t — 67/5) 


The discussion on the addition of the common-mode voltage and subsequent enhancement of the 
modulation index is presented in [4]. 


3. FIVE-PHASE SERIES-CONNECTED TWO MOTOR DRIVE 

Basic topology of five-phase series-connected two-motor drive systems is represented in the 
Figure 1. The variable frequency (VF) source is supplying a five-phase IM (Motor 1) whose stator windings 
are connected to another five-phase IM (Motor 2) through appropriate phase transposition. The rotors of the 
two machines are independent and are connected to different mechanical loads [24]. 

Consequently, of the phase transposition that is represented in Figure 2, the inverter phase voltages 
were connected to separate machine phase voltages by: 


Va = Vası t Vas2 
Vg = Vps1 F Ves2 
Ve = Vesi F Ves2 (10) 
Vp = Vası t Vps2 
Vg = Ves1 + Vas2 


Generally, although both machines are of a five-phase, they might be different and as a 
consequence, they might have different parameters. The index ‘1’ stands for the 1%* IM that is immediately 
connected to a five-phase inverter while the index ‘2’ denotes the 2"! IM which is connected past the 1“ 
machine throughout the phase transposition. 

Thus, the voltage equation of the whole system is scripted in a compact matrix form as: 





= (11) 


Where the 15" order of the system is used and 


pinv jinv 
v=| 0 |, i= |in |; V = [Vavevc vp vV gl si pee [igigic tp ig]; 
‘ L2 
i — . . . . . T 
l1 = — artlpriler1 lart boa sly2 eat [iar2 lbr2lcr2 ldr2 ler2| 


The decoupling transformation was applied to ease the phase-domain model. [25], [26] has given 
Clark’s decoupling matrix in power-invariant transformation. 


1 cos (a) cos(2a) cos(3a) cos (4a) 

0 sin (a) sin(2a) sin(3a)_ sin (4a) 
l= fe} 2 1 cos (2a) cos(4a) cos(6a) cos (8a) (12) 
sin (2a) sin(4a) sin(6a)_ sin (8a) 


ia fA th ih oP 


By excluding the x-y, zero-sequence equation about the inverter as well as the zero-sequence 
equation for rotor windings, over the two five-phase series-connected machines, the complete d-q model in 
the stationary reference frame is written in the elaborated form as: 
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aib 





Ve = R aar v4 ae 7 is Lina — — er 14 Roi + ie = 


pay qit” 
l 
q 


Vee = Reale + ha 7 + Ee et Pn ae Ryo ee + Lo ae (13) 
Vi? = Rei” + Ly ES + Raif + Lop a + Lng a? 

m dig 
we 7 Roy iy” T Lsı ao Rsal D A hg 2 -+ Lmz o 


Corresponding rotor equations are: 


: dit” di 
0 = Rriarı + Lmi a PUat Lm) TI E Wy E FUT Cda) 





digr 
0 = Reylgra + b ar e Urti) rai = — w1 (Lm ik” + (Lra + Lmi)iari) 








(14) 
dlar 
0 = Rr2lar2 + Lmz = S (Ly2 + hat - ale W2 (Lai + (Ly2 + Lp tees) 
ait ; 
0 = Ry2lgr2 + Lmz -r og (Ly2 F ba) man” + (L2 T Lm2)tar2) 
The electromagnetic torques are evaluated as: 
es = PiLmi (ları lg = igtgr1) (15) 
T 2 = Pobm2 (laraly a ilgr2) 
The mechanical equation of the two machines is described as: 
d 
Jimi q% = Ta — Tu — fm% 
(16) 


d 
Jm2 we = Ta — Th2 — fim2Q2 





Stator 1 Stator 2 


Figure 2. Representation of two five-phase IM in series with transposed stator phases 


4. VECTOR CONTROL OF THE TWO-MOTOR DRIVE 

As stated by (13)-(16), the phase transposition places the stator d-q axis windings of the 2™ 
machine in series connected with the x- y windings of the 1* machine (for example into the x- y subspace of 
the inverter). In addition, using standard indirect method of Rotor Flux Oriented (RFO) control, the 
independent vector control of the two machines can be achieved. For the indirect RFO controller for the two 
machines, it is of a similar structure in addition to an asymmetrical six-phase or three-phase machines [20]. 
Furthermore, as shown in Figure 3, only one difference is noted which is at the output, five instead of three- 
phase current references are established. The two indirect RFO controllers that function parallelly gave at the 


output phase current references (k = a 5 of the two machines with references for x-y stator current 


components that are zero for both machines as given by Figure 3. 
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Figure 3. Indirect RFO controller for a five-phase induction machine (k; = —, 
r ds 


last = k(ij51COSPr1 = itsa SIND) 
ins1 = k(iġsı cos(Pr1 — a) — igsıSin(Prı — a)) 
lts1 = k(igs1 COS(Py1 — 2a) — igs1 SIN(Pr1 E 2a)) (17) 
tas. = k(iäġsı cos(pr1 — 3a) — igsıSin(Prı — 3a)) 


lost = k (igs COS(Pr4 Ty 4a) 7 igsi SIN(Pr4 ma 4a)) 


las2 = k(igs2COSPr2 E is s2SiNPy2) 
tbs2 = k(igs2 cos(P,2 — a) — igs2SiN(@,-2 = a)) 
iésa = k(ias2 COS(Pr2 — 2) — ijs2Sin(Py2 — 2@)) (18) 
las2 = k (isz cos(p,2 — 3a) — igs2SiN(Pr2 = 3q) ) 


los2 E k(iġs2 COS(Y,-2 — 4a) — igs2SiN(Pr2 — 4a)) 


For the establishment of the overall inverter current references, the currents in (17) and (18) are 
summarized and the series connections with phase transposition are presented in Figure 3. 


ta = las + las2 
ip = lps1 + lps 
ic = les1 + tse (19) 
lq = last + tas2 
tz = les1 + bese 

In the frame of the stationary reference, the closed-loop phase current control is at the end used to 
force the proper inverter output currents of (2) in order to trace the reference currents of (19). Supposing that 
the idealistic current control is applied, one has the equivalence of the reference inverter currents (19) with 


the proper inverter currents (2) therefore, machine currents are connected with reference machine currents of 
(17) and (18) by: 


. Sof as i aX aX 

last = las2 = last t las2 

. _ 2 = aX aX 

lbst = les2 = lps1 F lpbs2 

. . wk aK 

lest = les2 = les1 t les2 (20) 
. oe A aX aX 

lds1 = lbs2 = lds1 t lds2 

. a # cm ak ax 

lest = lds2 = lest F les2 

In consideration of the right-hand part of (19) that includes in a stable-state operation two sets of 


sinusoidal currents, generally distinct frequencies and amplitudes were added in accordance with the phase 
transposition that is shown in Figure 3. Following (19), each of the five-phases of any of the two-machines 
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carries at the same time two sinusoidal current components. Furthermore, one directs the flux/torque 
producing (a — B) components and the other is as a result of the other machine in series determining 
parasitic (x — y) current components. 


5. SIMULATION RESULTS 

MATLAB/Simulink for the complete drive system was used for the developement of the simulation 
model. The three-phase grid supply was supposed as 50 Hz and 400 V rms phase voltage and since the two- 
motor drive was taken into account, the double voltage was assumed. For the 1* machine, the five-phase 
reference voltage was selected while for the 2"! machine, a different set of five-phase reference was chosen. 
The five-phase modulating signals were developed by including the two five-phase references as reported in 
the transposition rule (7). 

The simulation condition is presented as; 

Motor-1 working at 1500 rpm rated speed (reference frequency of 50 Hz) and Motor-2 working at 
half of rated speed of 750 rpm and a reference frequency of 50 Hz. 

In the initial trial, the 1* machine operates at 1500 rpm then at -1500rpm at t=0.9s and the second 
machine was running at 750 rpm of the speed reference. The load torque that were applied to the first and 
second machines was 100 % of the rated torque at respectively t4 = [1 — 3] s and t) = [1.5 — 3.5] s. 

In the third test, the first machine was running at 1500 rpm then at -1500rpm at t=0.9s and the 
second machine speed reference was of 750 rpm. The load torque applied to the first machine was 100 % of 
the rated torque at t; = [1 — 3] s. In addition, the first machine was running at 1500 rpm and for the second 
machine, it was 750 rpm, then -750 rpm at t, = [1.5 — 3.5] s the speed reference of the 24 motor. The load 
torque applied to the first and second machines is 100 % of the rated torque. It is evident from Figures (4, 5, 
6 and 7) and Figures (8, 9, 10, 11, 12 and 13) that the loading step of the 2"? motor does not generate any 
disturbance in the 1* motor’s speed and torque references traces. 
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machines 


6. CONCLUSIONS 

Three to five-phases matrix converters based five-phase series-connected two-motor drive structure 
was presented in this paper. The carrier-based PWM techniques were used for the control of the matrix 
converter. The matrix converter successfully drives the two five-phase series-connected induction machines. 
This solution has an advantage of a higher power factor and sinusoidal source side current. We have obtained 
a completely decoupled control by the independent vector control, which allowed decoupling the flux control 
and the torque for the two machines, which leads to control several machines in series that can have 
polyphase machines of different types 


SIMULATION PARAMETERS 

Parameters symbol Values Units 
Stator resistance R; 6.3 Q 
Rotor resistance R, 10 Q 
Stator leakage inductance Lis 0.46 mH 
Rotor leakage inductance Liy 0.46 mH 
Mutual inductance M 0.42 mH 
Stator rated Frequency I: 50 Hz 
Moment of Inertia Tm 0.01 Ke.m’* 
Number of Poles P 2 
Rated Torque T- 5 Nm 
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